Bourne  Memorial  Window 

One  of  five  reportedly  installed  by  Louis  Tiffany. 
Library  of  Congress  Interpretation  Upper  section 
"Song  of  Moses"  when  The  Lord  saved  Israel  from 
the  Egyptians.  .       „  ,  ^  „ 

Below  depicts  David  Pronouncing  Solomon  as  nis 
successor.  Hebraic  Inscription  "Holiness  to  The 
Lord." 
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